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1 # Re paragraph 7 of reference . Advertising material for the normal products 
of(Dr. IngJ Franl^^ENGEL, PhysikaTisch-technisches Laboratorium OabH, is 
attached. He intends to publish similar material in English shortly. 


Lcontact with two re present a- 
10SWER (possibly identical 
Research and Development 

Department, Abassia, Cairo. They" are interested in ballistic measuring equipment 
(ballistische Messeinrichtungen) apparently for the control of artillery weapons. 


2. Re paragraph 8 of reference 
tives of the Egyptian Government 
with Subject MGK-A-29678) andAlri) 

:>• They 



3. If you are interested in getting further details about this transaction, 
or in preventing the shipments, please inform me# 
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